ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT  F-L-3/ VEH # 3 
DATE 06-26-15 
OFFICER 1 C. MOONEY # 124 
OFFICER 2 N/A 
SUPERVISO J. SALAZAR 
R 
1200 BRIEFING; ALL EQUIPMENT CHECKED OUT IN GOOD 
WORKING ORDER. 
1300/13 BUSINESS CHECK AT 1810 CAHUENGA ( THE 711 
15 STORE ). I SPOKE TO EMPLOYEE SAMIR. ALL CHECKED 
OK AT THIS TIME. 
1315/13, RADIO CALL TO ASSIST F=B-2 AT 6777 HOLLYWOOD 
30 BLVD. REGARDING SEVERAL 415 SUBJECTS IN FRONT OF 
THE LOCATION. 
1340/13  CONTACT/WARNED ONE SUBJECT FOR SITTING ON THE 
45 PUBLIC WALKWAY IN FRONT OF 6527 HOLLYWOOD BLVD. 
HE STOOD TO HIS FEET WITHOUT INCIDENT. 
1350/13. RADIO CALL TO ASSIST F-B-2 AT SUNSET AND IVAR 
55 REGARDING A FIGHT. LAPD ON SCENE. 
1355/14 RADIO CALL TO ASSIST B-6 AT 1600 VINE REGARDING A 
05 415 SUBJECT SLEEPING ON THE PUBLIC WALKWAY . 
1405/14 RADIO CALL AT 6777 HOLLYWOOD BLVD. REGARDING 
20 SEVERAL SUBJECTS LOITERING IN FRONT OF THE 
BUSINESS. 
1425/14 BUSINESS CONTACT AT 6002 HOLLYWOOD BLVD. ( THE 
40 PUBLIC STORAGE ). I SPOKE WITH THREE EMPLOYEES. 
ALL CHECK OK AT THIS TIME. 
1445/14 CONTACT/WARNED TWO SUBJECTS FOR SITTING ON 
50 THE PUBLIC WALKWAY IN THE 6200 BLOCK OF 
HOLLYWOOD BLVD. THEY COMPLIED AND STOOD TO 
THEIR FEET. 
1500/15 DETAIL; P/U OFFICER MACKEY FROM THE BID OFFICE 
45 AND TRANSPORT TO THE BUSINESS ALLIANCE OFFICE. 


1610/16 


WE SPOKE WITH KARRIE MORRISON IN DETAIL 
REGARDING HOMELESS SITUATIONS. 


BUSINESS CHECK AT 1810 CAHUENGA ( THE 711 
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20 STORE ). WE CHECKED THE PARKING LOT FOR ANY LAMC 
VIOLATIONS . NONE OBSERVED. 


1645/17  CODE-7. 


15 
1740/17 RADIO CALL TO ASSIST B-6 AT 1423 VINE STREET ( MC 
55 DONALDS ) REGARDING TWO 415 SUBJECTS REFUSING 


TO LEAVE. 


1800/18 RADIO CALL TO ASSIST F-B-2 AT 6501 SELMA ( SELMA 
10 PARK ) REGARDING TWO ADULTS INSIDE THE PARK 
WITHOUT CHILDREN. 


OFFICE; UPDATED LOG INPUT. 
1855/19 
30 


2000/20 BUSINESS CHECK AT 6801 HOLLYWOOD BLVD. ( THE 
10 H&H PARKING STRUCTURE ). I CHECKED SEVERAL 
LEVELS FOR LAMC VIOLATIONS. NONE OBSERVED, 


2030 END OF WATCH; ALL EQUIPMENT RETURNED IN GOOD 
WORKING ORDER. 
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